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Fl:m of Organisation and Personnel of the Cbsrepreeweris:^ 
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Overfall dire ctLam 

is . 

r m 

Busiross dir out in us l-fctt&Ip?* 

Department It Tacmim tubes dovelomcent* 


Technical direction* . ^Pari'ontl;/ unfilled 
Liberator/ direction? 

".in u? 


Director Dr.. Bachmans 
lied 
tr&hler 


v / M rector Br 



Chiefs 

Peraomoli 


s/ Dr. Inge, Oertol 

3 Drying, 7 Dipl.ing. t 

1JL engineers, 10 tecbaloi&ns., 

4 physicists. 


Work programs 
^plifier 

Dr. Oertsl. Br. Haitsiaaim 


1) Jtollficrs. receivers* rngne tic-field-tube* 
y Dr, ' 




2) Zero-slot-niagnetrons s Bleb 

3) Tube—' technology* li&Iehour 

4) Image-tubes? Backers / 

Developments Dr,* Hachpnherg 

Tedmoiogy: Beyer 

Tea ting-fields Fetschorek tX 


x 


Department lit Development and Experimental Production of Discharge-Tubes , 


Chiefs 

Deputy*. 

Personnel* 


Work programs 

l) Stabilisers 
' 2) Rectifiers 
3) Testing of 1 & 2 
4} Electrode testing 


c 1 a r s i ? 1 c a r t o m 


Dr* Strahler^ 

Thouret ^ 

3 Drying. 5 Dipl.ing., 

12 engineers* 54 ioeimiciane > 

4 physicists 
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Kuhn 
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5) Glass technique Hagen 

6) Spectral frl£h~pi*essuro lamps Jost 

7) Hg* high pressure lamps? Ittig 

S) Testing of i « ? Kopoik 

Deportment Ills Oscillograph^ and Television 






/ 


Chief; Gruner 

Deputy; Dr* Bmctaem 

Personnels 6 Dr* ing, 10 Mpl.ing, 23 engineers 
43 technicians, 11 physicists 


25X1 A 


151449 


Work programs 

a) 0 seillofjTaphy and Television 

1) Oscillographs 

2) Television 

3) Electron optica 

b) Testing appara-tas 


Dr* Uittke ^ 
Hertuig (| , 

Dr* Schroder * 


.1) High frequency testing apparatus Dr* Beeler 

2) Radio testing apparatus Preuss ^ 

3} Spectral analysers Preuss s 

c) 1 featuring devices 

1) Development Dr, Bructomn ^ 

2) Development for production Krischke ^ 


d) Development of basic elements 

1) Transformers s :i store 

2) Detectors 

3) Oscillating crystals 


Wales ^ 

Dr. Baueenh&rd 
l&llar S 
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-lent IT; General technology 
Chief: tfegner ^ 

Personnel; 4 Dr.ing, 3 Dipl.ing, 7 ongineers 

7 technicians, 5 physicists 




Work program: 


1} Hetal ceramics • 

2) Chemical tube technology 
3} Emission pasta, grid, cathode 
development 

4) Analytical chemistry 
5} Tungsten, molybdenum, other 
scarce metals 
6) Powder production 
7} Hatorial testing and chemical 
testing, general 
8} iSetallurgy 
9) llaterial testing 

10) Chemical preparation 

11) Hard metals 


Ijigner 

Jurgens 

durgens 

Di% Bxegalke 
Franz 

Dr* Euler 

Dr* Gemsa 
Dr* Gomsa 
I lei saner 
Dr, Schafer 
Fekse 
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Department Vs Laboratories 

/ 

Chiefs Klose 

Work 'orogrsn: 
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a) Mechanical laboratories: apparatus building, material 
building* machine 1 ^eliding 


b) 5hj.be preparations test buiidirg, cathode preparation, 
grid preparation, 'lass work, construction, purapo, testing 
fiold ? x-ray tubes development, x-ray tube b uil ding 

c) Construction: apparatus f tube elements* tools, -machines 
ovens* 


Dopartrient VI* Technical contra! direction 

Work programs 

General work preparation 

Technical planning 

Control of the progress of the work 

Reporting 

Department VII t Sales direction 
Work programs 


* 


General budget problems 
Pay office 
Purchases 

General works administration 
Total Personnel 


Dr.ing., 

4 

Dr.phil 

20 

Certificated engineers 

29 

Engineers 

106 

Construction men 

66 

Te clinicians 

241 

Technical designers 

62 

Laboratory men 

25 

Foremen 

42 

Chemical technicians 

4 

Physicists 

20 

Hechanles 

164 

Tool inkers 

40 

Turners 

43 

Fitters 

53 

Glascbloyers 

27 

Electrical fitters 


Total 

974 

Office <3zaploy©C3 

i 

mi© 

45 

female 

134 

Maintenance 

195 

Others ©a* 

500 

Grand total 
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